Pyramid Lake, Nevada is located in a vast 
territory, unexcelled in natural beauty, about 
thirty-five miles north of Reno. It is a desert 
lake, thirty-five miles long and twelve miles 
wide. It was discovered in 1843 by Capt. 
John Fremont and named by him for the 
great Pyramid which rises 400 feet above the 
surface of the lake. It is famous as the 
home of the world's largest trout. 


GENUINE CURTEICH-CHICAGO “c.T. ART-COLORTON e’ ' POST CARD (REG. 


POST CARD 


PLACE 

STAMP 

HERE 
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